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Industry  News 


Midmonth  Report  to  the  Western  Electrical  Industry 


The  Arizona  State  Attorney  General’s  office  has  ruled  that 
the  use  of  road  revenues  to  relocate  utility  Installa¬ 
tions  along  state  highway  rights-of-way  would  violate  two 
sections  of  the  Arizona  Constitution.  The  opinion  was 
requested  as  a  result  of  a  controversial  utility  relief 
bill  that  failed  to  xass  the  1959  legislature. 

In  a  unanimous  decision  the  Washington  State  Supreme  Court 
ruled  that  Clark  County  PUD  must  pay  $20,999  for  re¬ 
locating  facilities  along  a  freeway  through  Vancouver. 

It  is  expected  that  this  ruling  will  set  a  pattern  for 
determining  liability  in  relocating  public  utilities  for 
the  55-mile  Seattle-Tacom.a-Everett  freeway.  The  present 
Supreme  Court  ruling  reversed  the  Clark  County  Superior 
Court  which  held  the  state  liable  for  the  costs. 

Utah  Power  &  Light  Co.  President  E.  M.  Naughton  stated  that 
the  energy  plank  adopted  by  Western  Democrats  at  Albu¬ 
querque,  N.  M. ,  was  "open  advocacy  of  socialization  of 
Am.erica's  electric  Industry." 

Naughton  said  that  the  Democratic  plank  was  "basical¬ 
ly  the  sam.e  as  the  1928  Socialist  Party  plank,  which 
advocated  a  'publicly  owned,  giant  power  system  under 
which  the  federal  government  shall  cooperate  with  the 
states  and  municipalities  in  the  distribution  of  elec¬ 
tricity  at  cost. ' "  The  Democratic  plank  proposes  to 
"foster  developm.ent  of  efficient  regional,  giant  power 
systems  from  all  sources — hydro,  thermal  and  nuclear — 
with  utility  responsibility  to  supply  low-cost  electrici¬ 
ty  at  wholesale  to  all  retail  electrical  systems  whether 
public,  private  or  cooperative." 

Legislation  forcing  special  electric  power  districts  to  pay 
income  and  property  taxes  has  been  introduced  into  the 
Arizona  Legislature.  The  bill,  aimed  specifically  at 
the  Salt  River  Power  Project,  proposes  to  repeal  a  1940 
tax-exempt  status  granted  special  municipal  districts. 

The  bill,  sponsored  by  Rep.  V.  S.  Hostetter,  charges 
that  the  Salt  River  project  is  competing  with  Arizona 
Public  Service  and  yet  avoiding  $9  million  yearly  in 
federal,  county  and  state  taxes.  He  claim.ed  the  project 
is  using  the  tax  advantage  to  make  cheap  water  available 
to  farmers  in  its  irrigation  district.  He  continued, 
"every  taxpayer  in  the  state  is  subsidizing  the  low  cost 
of  agricultural  irrigation  through  sale  of  this  power." 

In  the  first  of  a  series  of  reports  on  the  California  water 
situation  for  the  com.ing  year,  the  Department  of  Water 
Resources  uses  a  single  but  eloquent  word  in  summary — 
dry. 
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WHAT'S  GOING  ON  IN  PCEA 
THIRD  OF  A  SERIES 


Administrati\  e  Ser\  ices  Section 
to  Inno\  ate  New  Discussion  Subject 
at  Its  Spring  Meeting 


lU  MOM)  W  .  W  ill TK. 


(  lKiiiiii.iii;  (M.iiia^t-1  oi  (  laiiiis  and  Safciv  llcpai (iiu-iil,  ratilit  <.as  and  ( aniipaiiv ). 


When  Ihe  Adminis- 
Iralive  Services  See- 
lion  convenes  April 
11  and  12  lat  Ihe 
i  innlin^lon-  Sheralon 
Hotel  in  Pasadena), 
meinheis  will  he  in¬ 
vited  lo  a  special  ses¬ 
sion  on  “luonoinies 
of  Ihe  riililv  Pnsi- 
ness,”  eondneled  hy 
P.  II.  Murdoch. 

riie  session  is  de- 
sii^ned  lo  j^ive  a  broad  haek- 
^ronnd  understanding  ol'  oiir 
l  ales,  son  i  ces  of  snp|)iy,  operat¬ 
ing  eondilions,  financing  and 
rei^nlalory  prohleins— especially 
lo  those  who  may  not  have  direct 


exposnie  lo  each  of  these  fields, 
rile  end  ohjeetive,  of  course,  is 
lo  help  memhers  make  a  knowl- 
edj>;eahle  presentation  of  onr  in- 
dnstry's  position  to  enslomers 
and  friends. 

Olhei’  snhjeets  sehednled  for 
Ihe  sprin}4  eonfereiiee  are:  Land 
and  l1iij;ht-of-W'ay  ( (1.  L.  I  larvey ), 
Insnranee  aiul  Llaims  (Donald  IL 
(Ireen),  Internal  Andilinj^  (T.  K. 
Parker),  Lej^al  Procedures  (I).  .1. 
Carman). 

The  eonfereiiee  theme  itself, 
“Onr  Responsibility  in  the  New 
Decade,”  siijff»esls  an  all-onl 
altendanee  by  memhers.  See  yon 
in  Pasadena! 


PACIFIC  COAST  ELECTRICAL  ASSOCIATION 

(hiestioiis  atid  oti  im\  HC.EA  aclMty  aie  ini'itrd. 


>V.  Sixth  St.,  1.UX  Angeles  M 
liXl  .Market  St.,  San  Fraiitisro  It 


William  Nordeen,  manager  of  the  Douglas  County  PUD,  was 

fired  by  action  of  the  PUD  board  of  commissioners.  Fred 
Lieberg,  chief  accountant  of  the  PUD,  was  named  manager. 
The  board  voted  2-1  for  ousting  Nordeen  and  based  its 
decision  on  the  fact  that  Nordeen  was  not  qualified  to 
handle  the  forthcom.ing  Wells  Dam  project. 

Lieberg  would  be  replaced  as  soon  as  a  professional 
engineer  was  found  to  fill  the  manager’s  post.  The 
possibility  exists  that  Douglas  County  Prosecuting  At¬ 
torney  Robert  Hensel  will  call  a  Grand  Jury  to  investi¬ 
gate  the  operation  of  the  PUD. 


The  Tucson  Gas.  Electric  Light  &  Power  Co.  has  tapped  a 
hitherto  unexplored  source  of  water  for  the  community 
by  means  of  a  2,500-ft  deep  water  test  well.  Prelimi¬ 
nary  results  indicate  that  this  new  water  source  will 
Insure  unimpeded  growth  of  the  area.  Heretofore  the 
deepest  wells  in  the  vicinity  were  from  500  to  800  ft 
deep. 


Speaking  for  the  National  Rural  Electric  Cooperative  Assn.'s 
25th  annual  convention  at  St.  Louis,  Clyde  Ellis,  NRECA 
general  manager,  unveiled  a  new  formula  for  a  national 
power  transm.ission  grid.  He  suggests  a  nonprofit  stock 
company  be  formed  with  the  national  government  being  the 
m.ajor  stockholder  but  all  other  producers  and  users  of 
wholesale  electric  energy  owning  part  of  the  stock  and 
helping  run  the  giant  G  and  T  grid.  .  .  Another  scheme 
for  the  electric  cooperatives  was  suggested  by  REA’s 
David  Hamil  who  proposed  that  surplus  funds  from  the 
cooperatives  be  "banked"  with  REA  and  drawn  on  when 
needed  instead  of  applying  for  new  loans.  Such  funds, 
he  suggested,  should  draw  the  equivalent  now  being  paid 
under  the  REA  Act  (2%).  Such  a  move,  he  suggested, 
might  lessen  criticism  of  the  government  for  loaning 
funds  to  REAs  at  interest  rates  below  those  the  Treasury 
has  to  pay  for  new  money  in  the  market  place. 

Two  new  developments  in  our  island  state  are  of  interest. 
Magma  Power  Co.  of  Los  Angeles  has  taken  several  land 
leases  on  the  Island  of  Hawaii  where  it  expects  to 
"wildcat"  for  steam  wells  on  the  slopes  of  the  big  is¬ 
land’s  active  volcano.  Magma  is  already  in  the  com.mer- 
cial  production  of  steam  for  electric  power  purposes 
near  Geyser  City.  Calif.  .  .  Maui  Electric  Co.,  jointly 
with  the  Hawaiian  Com.mercial  &  Sugar  Co.,  is  building  a 
$500,000  noncondensing  turbogenerator  plant  on  Maui  to 
create  stand-by  and  reserve  power. 


New  formula 


Arizona  Public  Service  Co.  on  March  1  announced  the  commer¬ 
cial  operation  of  the  state’s  largest  single  electric 
generating  unit — Unit  No.  2  at  Ocatillo  power  house.  The 
unit  developed  115  m,w  net  output  and  will  be  followed  on 
the  line  by  Unit  No.  1  which  is  expected  to  go  under  test 


Utility 

construction 
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on  April  1.  .  .  Southern  California  Edison  Co.  has  been 
authorized  by  the  California  Public  Utilities  Commission 
to  proceed  on  a  $43  million  project  that  will  add  a 
third  300,000-kw  unit  to  its  Alamitos  steam-electric 
generating  station  near  Long  Beach.  Completion  date  is 
expected  to  be  January  1962.  .  .  B.C.  Electric  Co.  has 
started  assembly  on  western  Canada’s  largest  turbogen¬ 
erator  set,  a  157,500-kw  unit  for  its  Burrard  station 
east  of  Vancouver.  It  is  scheduled  for  operation  in 
midyear.  .  .  Utah  Power  &  Light  announced  a  huge  con¬ 
struction  program  totaling  $62.5  million  for  the  next  15 
years.  According  to  UP&L’s  president,  E.  M.  Naughton, 
this  is  part  of  a  still  larger  program,  in  v^hich  the 
electric  utility  companies  of  the  Rocky  Mountain  region 
will  spend  $2.4  billion  in  the  sa.rje  period. 


*  *  *  * 


Brown-Johnston  Co.  of  Spokane — a  firm  that  traces  back  to 
1897 — has  announced  a  reorganization  involving  sale  of 
its  retail  appliance  business  to  Charles  R.  Nelson,  gen¬ 
eral  m.anager  for  the  past  four  years.  Eric  A.  Johnston 
said  the  appliance  business  was  sold  to  permit  more  em.- 
phasis  on  air  conditioning,  refrigeration,  heating  and 
other  electrical  contracting  operations,  to  be  handled  by 
John  F.  Boothe,  president,  and  Ralph  Clarkson,  vice-pres¬ 
ident.  Nelson  will  operate  the  retail  store  at  N.  217 
Post  St.  as  Charles  R.  Nelson  Inc.  The  new  corporate 
setup  severs  financial  links  between  Brown-Johnston  and 
Columbia  Electric  &  Mfg.  Co.  Started  by  Brown-Johnston, 
Colum.bia  m.akes  electrical  fixtures  and  operates  a  large 
electrical  supply  and  appliance  wholesaling  division. 

Cornell-Dubiller ’ s  expansion  at  Venice,  Calif,,  is  expected 
to  be  completed  by  April.  The  20,000-sq-ft  addition  to 
manufacturing  facilities  will  cost  $175,000. 


Stusser  Electric  Co.  of  Seattle  has  purchased  an  entire 
city  block  for  a  $300,000  expansion.  The  first  unit 
will  be  a  30,000-sq-ft  warehouse  building,  which  v/ill  in¬ 
clude  office  space.  Leslie  Stusser  reports. 


Sr  4;  *  =i= 


Possibility  of  using  infrared  heat  to  speed  up  germination 
in  alfalfa  seed  is  being  studied  at  the  University  of 
Idaho  in  a  farm  electrification  research  project.  If  it 
can  be  shown  that  infrared  heat  is  beneficial,  the  proj¬ 
ect  will  try  to  adapt  a  heating  unit  for  use  with  present 
types  of  seed  cleaning  equipment,  according  to  B.  W. 
Works,  project  director  for  the  Idaho  Farm.  Electrifica¬ 
tion  Committee. 


To  provide  a  meeting  ground  for  consumers.  m;anufacturers 
and  home  builders,  a  perm.anent  exhibition  of  building 
products.  m.aterials  and  appliances  is  being  started  in 
Van  Nuys,  Calif.  Modern  Home  Displays  at  7750  Burnet 
Ave.  will  be  open  from.  9  a.m..  to  9  p.m.  seven  days  a 
week,  adm.ission  free. 

By  offering  an  original  oil  painting  with  each  purchase  of 
a  Zenith  TV  during  its  February  campaign.  Sues.  Young  & 
Brown,  Los  Angeles,  boosted  sales  17%  above  the  sam.e 
.month  of  ’59. 
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In  an  effort  to  get  more  electric  fry  kettles  in  commercial 
establishments,  Los  Angeles  Department  of  Water  &  Power 
is  offering  free  trial  demonstrations  with  temporary  wir¬ 
ing  by  the  electrical  contractor.  Where  the  five-day 
trial  results  in  a  sale,  a'  $50  wiring  allowance  is  made 
for  the  permanent  installation  during  the  three-month 
campaign.  Objective  is  sale  of  75  fryers  of  5  kw  or  more 
for  a  minimum  of  375  kw  added  load. 


!>  >i<  *  li< 


While  Salt  Lake  City  in  its  new  ordinance  accepts  the  state 
contractors’  licensing  and  examination  with  only  a  small 
business  license  fee  (see  April  issue  for  full  details). 
Salt  Lake  County  has  sent  out  notices  to  contractors 
that  it  will  conduct  its  own  licensing  system  as  hereto¬ 
fore.  Salt  Lake  City’s  new  code  has  some  other  startling 
innovations . 


Unfair  labor  practice  charges  have  been  brought  against 
Flora  &  Argus,  contractor  installing  turbines,  genera¬ 
tors  and  other  equipment  at  the  USER  Fremont  Canyon  power 
project  in  Wyoming.  Operating  Engineers  Local  326  claims 
that  its  efforts  to  organize  the  workmen  resulted  in  the 
contractor  laying  off  11  m.en. 


Portland’s  wage  dispute  taken  before  the  Council  on  Indus¬ 
trial  Relations  resulted  in  a  wage  increase  on  a  two- 
year  contract  of  15d  on  Feb.  18,  1960,  104  on  July  1  and 
20d  Jan.  1,  1961,  a  total  of  45d.  .  .  Tacoma  recently 
settled  with  Local  76,  IBEW,  for  an  increase  July  1, 

1960,  of  15d,  with  14  increase  in  vacation.  .  .  Negotia¬ 
tions  have  started  in  Seattle  with  Locals  46,  191  and 
574.  Substantial  wage  and  fringe  increases  are  demanded. 


Matt  J.  Sherwood  has  moved  to  Washington.  D.  C. ,  to  become 
director  of  the  Marketing  Services  and  secretary  of  the 
Marketing  Comimittee  of  National  Electrical  Contractors 
Assn.  April  1.  Sherwood  has  been  technical  editor  of 
NECA’s  Qualified  Contractor.  Western  director  of  field 
service  and  prior  to  that  was  an  estimator  in  the  San 
Francisco  Bay  region,  a  salesman  for  Peerless  Lighting 
and.  at  one  time.  Pacific  Gas  and  Electric  Co. 


ECO — Electrical  Contractors  Organization — has  been  set  up 
informally  in  the  Salt  Lake  City  area  as  an  organization 
separate  from.  NECA,  composed  chiefly  of  residential-type 
electrical  contractors.  The  group  was  brought  together 
by  Ad  Woolley,  NECA  manager,  and  the  facilities  of  the 
NECA  office  are  used  for  its  meetings.  The  main  object 
is  education  in  costs  and  business  methods.  Some  20  to 
25  attend  each  meeting,  held  twice  monthly.  Most  of  the 
m.embers  are  nonunion  contractors. 


NECA’s  new  contractor  development  program,  based  on  a  selec¬ 
tion  of  any  of  nine  workshop  two-day  intense  sessions, 
was  explained  in  person  to  San  Diego  Chapter  Feb.  29, 
Contra  Costa  Branch,  Northern  California  Chapter,  at 
Concord  March  1,  San  Francisco  Chapter  March  3,  San  Mateo 
Chapter  March  2  and  Redwood  E.mplre  Chapter  March  4  by 
E.  R.  Cornish,  form.er  Californian,  director  of  research 
and  education  from.  Washington,  D.  C. 
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A  bid  depository  is  under  attack  for  antitrust  violation 
in  California  in  a  case  which  may  have  far-reaching  re¬ 
percussions  If  California’s  attorney  general,  Stanley 
Mosk,  succeeds.  The  Inland  Bid  Depository  in  Riverside 
County  and  Allied  Construction  Industries  in  San  Bernar¬ 
dino  County,  participated  in  by  electrical  contractors 
as  well,  are  being  sued  in  civil  actions  complaining 
that  the  depository  restrains  trade  in  bidding  on  public 
projects  and  results  in  increased  costs.  The  attorney 
general’s  office  declared  that  other  bid  depositories 
in  the  state  are  under  examination  as  well. 


From  the  Desk  of  Robert  T,  Person,  President 
Rocky  Mountain  Electrical  League 

The  board  of  directors  of  the  Rocky  Mountain  Electrical 
League  miet  on  Jan.  22  in  Denver,  Colo..  R.  T.  Person, 
president.  Public  Service  Co.  of  Colorado,  presiding. 


Committee  chairmen  were  appointed  by  the  president  and  ap¬ 
proved  by  the  board  of  directors.  The  activities  of  the 
league  for  the  com.ing  year  were  discussed  and  approval 
was  given  to  proceed  with  those  programs. 

Progress  has  already  been  reported  by  the  Electric  Meter 
Institute  Comimittee  and  the  school  is  scheduled  for 
March  21-24  at  the  engineering  department  of  the  Univer¬ 
sity  of  Denver. 

The  Annual  Spring  Conference  Com.mittee  under  the  direction 
of  George  Hall,  chairman,  and  Ralph  Sargent,  vice-chair¬ 
man,  has  called  its  various  subcomjnittees  into  confer¬ 
ence  and  the  plans  for  the  meeting  are  moving  along  rap¬ 
idly.  The  conference  Is  scheduled  at  the  Harvest  House 
in  Boulder,  Colo.,  April  24-27. 

The  Sales  and  Promotion  Com.mittee,  Lloyd  Clements,  chair¬ 
man,  has  moved  into  action  with  our  first  promotional 
campaign — the  Laundry  Promotion — during  the  period  Feb. 

15  to  March  31.  The  general  theme  of  this  year’s  pro¬ 
motion  is  ’’Fair  Weather  Always.”  The  promotional  theme 
of  this  activity  is  a  ’’Holiday  in  Phoenix.”  Four  trips 
by  air  will  be  given  to  consumers  who  participate  in  this 
campaign.  As  an  incentive  for  the  salesmen  dealers,  10 
salesmen  and  their  wives  will  be  sent  by  Frontier  Air¬ 
lines  to  Phoenix  for  a  week-end — all  expenses  paid. 

National  Electrical  Week  was  observed  in  Denver  with  news¬ 
paper  publicity  and  a  luncheon  m,eetlng  at  the  Chamber  of 
Commerce,  at  which  time  I  had  the  opportunity  to  present 
a  short  talk  on  atom.ic  power  in  the  electrical  industry, 
followed  by  the  show  ’’The  Fabulous  Atom.” 

We  are  pleased  to  welcome  the  following  com.panies  to  the 
Rocky  Mountain  Electrical  League; 

Adequate  Wiring  Service  Co. .  Warren  Lovejoy,  presi¬ 
dent.  Lakewood;  Bailey  Meter  Co.,  A.  L.  Danielsen,  dis¬ 
trict  m.anager.  Denver;  Herdm.an  Electric  Co.,  Okey  S. 
Herdman,  general  manager,  Greeley;  R.  T.  Lewis  &  Co., 
Robert  T.  Lewis,  Denver;  Mel  Pearson  &  Co.,  Mel  Pearson, 
president,  Denver. 

Considerable  effort  is  being  m,ade  to  Increase  our  mem.bership 
among  the  dealers  and  electrical  contractors.  A  new 
brochure  outlining  the  program  of  the  league  has  been 
prepared  and  will  be  sent  to  all  prospective  new  members. 
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OPTIC  NERVE  FOR  EYES  THAT  SEE 
100  FEET  BELOW  THE  SURFACE 


This  is  a  television  camera.  Its  job  is  to  photograph  the  substrata 
of  excavations,  thereby  providing  information  needed  by  engineers 
in  planning  the  construction  of  Boston’s  new  Prudential  Center,  a 
modern,  multi-million  dollar  real  estate  development. 

Here  in  the  Back  Bay  section  of  Boston,  with  its  artificially  main¬ 
tained  water  table,  this  sealed  camera  must  go  down  into  a  water- 
filled  hole  100  feet  below  the  surface.  To  transmit  the  picture  from 
the  camera  to  the  surface  monitor.  Lake  Service  Corp.  of  Brighton, 
Massachusetts,  designers  and  manufacturers  of  the  television  equip¬ 
ment,  chose  Simplex  Anhydrex  XX  insulated  cable  be<‘au8e  of  its 
ability  to  withstand  the  rigors  of  submarine  and  direct  burial  duty. 

For  all  types  of  service  involving  high  and  low  voltages,  whether 
aerial,  underground  or  submarine,  or  for  everyday  plant  wiring,  it 
l)ays  to  call  a  Simplex  Engineer. 


1885  Diamond  Jubilee  I960 
75  Years  of  Leadership  in  the 
Wire  and  Cable  Industry 


Cambridge,  Mass.  •  Newington,  N.  H, 


THESE  L-M  69  kv  OIL  INTERRUPTERS,  mounted  on  the  Grand  Valley  Rural  Power  line  substation  tap  of 
L-M  PV  switches,  provide  low-cost  interruption  for  Public  Service  Company  of  Colorado. 


L-M  Oil  Interrupters  Provide  Low-Cost  Load 
Interruption  for  Public  Service  of  Colorado 

L-M  Type  PV  air-break  switches  and  high-voltage  oil 
interrupters  were  installed  for  Grand  Valley  tap  of  Public  Service 
Company  of  Colorado  at  transmission  line  tie 


The  Grand  Junction  and  the  Cameo  steam 
generating  plants  of  Public  Service  Company 
of  Colorado  are  tied  together  by  a  69  kv  trans¬ 
mission  loop  45  miles  long.  At  the  Grand 
Valley  Rural  Power  Lines  substation  tap.  15 
miles  from  the  Cameo  plant,  the  two  lines  are 
tied  together  by  means  of  two  gang-operated 
L-M  Type  PV  air-break  switches  equipped  with 
oil  interrupters  on  both  sides  of  the  substation 
tap.  With  L-M  oil  interrupters,  the  switches 
sectionali/e  the  line  on  either  side  without  dis¬ 
turbing  power  How  to  this  substation. 
Increased  Flexibility  at  Minimum  Cost 
L-M  OIL  INTERRUPTERS  provide  a  load-interrupt¬ 
ing  means  at  the  lowest  possible  cost.  By 
installing  L-M  Type  PV  air-break  switches  and 
oil  interrupters.  Public  Service  Company  of 
Colorado  typlies  utilities  who  are  cutting  costs 
without  sacrificing  quality  and  dependability 
on  switching  problems. 


l.-M's  oil  interrupters  have  been  specifically 
designed  to  provide  a  low-cost  means  of  pick¬ 
ing  up  or  interrupting  load  currents,  line  charg¬ 
ing  currents  and  magnetizing  currents.  They 
can  be  mounted  on  new  or  existing  Type  PV 
vertical  air-break  switches,  with  no  change  in 
the  electrical  clearances  or  phase  spacing. 

Complete  Range  of  Ratings 

L-M  oil  interrupters  are  available  in  voltage 
ratings  of  23,  34.5,  56  and  69  kv.  All  have  con¬ 
tinuous  current  ratings  of  600  amperes  at  power 
factors  as  low  as  70" „ ,  with  momentary  rating 
of  40,(XK)  amps  for  10  cycles  and  25,000  amps 
for  4  seconds. 

Get  Complete  Information 

Ask  your  L-M  Field  Hngineer  for  complete 
information  on  L-M  oil  interrupters.  He  has 
a  cutaway  sample  to  show  you.  Or  write  direct 
to  Line  Material  Industries,  Milwaukee  1,  Wis. 


Be  sure  you  see  this  cutaway  sample! 
With  it,  your  L-M  Field  Engineer  can 
demonstrate  the  construction  and  oper¬ 
ation  of  this  excellent,  economical  Line 
Material  load  break  device. 


®UNE  MATERIAL  Industries 

McGRAW-EDISON  COMPANY 
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WESTERN  SALES  OFFICES: 

BOISE  •  DENVER  •  PHOENIX  •  SACRAMENTO  •  SEAHLE  •  SPOKANE  •  BUHE  •  LOS  ANGELES 
PORTLAND  •  SALT  LAKE  CITY  •  SAN  FRANCISCO  •  VISALIA  •  ANCHORAGE.  ALASKA 


